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storage tanks Nos. 610, 611 and 619 where MIC
was stored. On 3rd December storage tank No.
610 got leaked, Due to the poisonous gas more
than 2000 workers died and more than 20000
workers were injured seriously,

Why the Western railway in Bombay is more
profitable than the Central Railway ?

The North-South length of the island Bombay is
more. The central railway passes through the
place of Brahma of Bombay city. Therefore the
railway board gets less profit from the central
railway and even it is not developed to the extent,
The western railway has passed through the
western part of Bombay. The West is-the direc-
tion of air therefore fast moving vehicles have
progressed in the Western direction. As more sea
is on the West of Bombay the western suburbans
have also progressed more than the Eastern sub-
urbans.

Why the Surya Temple at Konark in Orissa not so
famous ?

In the Orissa state of India there is a Surya temple
at Konark, known as the 'Konark Temple'. It could
not became famous because of construction
faults. The site of Konark Temple is at lower level
than the rest of the surrounding village. The North-
North-West and South-South-West part around
the temple is extended and the North-North-East
and South-South-East portion are cut. This is
against the principle of Vaastu Shastra. The Surya
Mandir temple is constructed in the form of chariot.
Due to this the Eastern part is at a higher level
than the rest of temple obstructing the name &
fame it deserves, Also the East-North-East cor-
ners are cut which deprives the building of any
growth.
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